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Coota of euppllee for the period of 1 January to 30 Juno US1 in 
eatlnated at 9100. 




A Volfeeaagen and a field aefe have been evpjplied to CAOTBCI 1. 
Safe bouea rental mill be chained to CL -3 
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AU —boro of the CAOBSRZ chain 
for tbamealeea and tbolr ftmiltaa 



to the Tioi e rn Xooa upon the agreed termination of their eontxmata. 



/ ' 

\ 

\ 




